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NEWS 


Animas  River  fouled  by  1 million  gallons  of  contaminated  mine  water 


The  Denver  Post 

The  Environmental  Protection  Agency  confirmed  it  triggered  the  release  while  using  heavy  machinery  to 
investigate  pollutants  at  the  Gold  King  Mine  ... 

Animas  River  closing  following  contaminated  water  spill  from  Gold  King  Mine  - The  Denver  Channel 
Animas  River  contamination  could  lead  to  water  restrictions  - 9NEWS.com 
River  users  warned  of  mine  waste  - The  Durango  Herald 

Full  Coverage . 
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